To:  Roberts,  Eletha[Roberts. Eletha@epa.gov] 

Cc:  Sayles,  Gregory[Sayles. Gregory@epa.gov] 

From:  Koglin,  Eric 

Sent:  Fri  8/14/2015  7:28:26  PM 

Subject:  RE:  Gold  King  Mine  cleanup 


Hey  Eletha 


Surprise! 

Actually,  none  of  the  L/C/Os  have  a leadership  role.  ORD  has  a “desk”  in  the  EOC  and  we’re 
there  to  help  when  we’re  called  upon.  As  far  as  I know,  all  the  QA/QC  that  is  going  on  happens 
at  the  Regional  level  through  the  Unified  Command.  The  regional  staff  are  collecting  samples 
and  going  through  the  data  validation  (level  2)  when  it  comes  back  from  the  lab. 


Hope  that  helps.  Gotta  go! 


Eric 


From:  Sayles,  Gregory 

Sent:  Friday,  August  14,  2015  11:53  AM 

To:  Roberts,  Eletha 

Cc:  Koglin,  Eric 

Subject:  Fwd:  Gold  King  Mine  cleanup 


Please  call  Eric  to  catch  up  7027982332.  ORD  is  not  doing  our  own  thing  here.  This  is  an 
Agency  wide  response.  ORD  is  doing  a bit  of  helping  as  it  can. 

Gregory  Sayles 

EPA's  Homeland  Security  Research 
513-569-7607  desk-513-305-9984  cell 
Begin  forwarded  message: 

From:  "Roberts,  Eletha"  <Roberts.Elcth a@epa . gov> 

Date:  August  14,  2015  at  2:48:28  PM  EDT 
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To:  "Sayles,  Gregory"  <Sav1cs  Gregory@epa.gov>.  "Kleinman,  Brian” 
<Kleinm  a n . Brian@.epa.  gov> 

Subject:  Gold  King  Mine  cleanup 


Sorry  to  bother  you! 


Several  members  of  the  ORD  quality  assurance  (QA)  community  asked  me  about  our 
involvement  in  the  subject  cleanup  effort.  I responded  that  the  Center  was  not  involved 
with  or  informed  about  the  incident . Eric  Koglin  name  was  mentioned  during  my 
conversations.  I was  embarrassed  to  find  out  that  we  were  involved  in  the  cleanup. 


Since  the  Administrator  stated  that  QC/QA  will  be  included,  the  QA  community  is  trying  to 
find  out  which  LCO  has  the  lead  and  how  to  proceed. 


Please  let  me  know  how  we  can  help. 


Eletha 


Eletha  Brady-Roberts 
Director  of  Quality  Assurance 
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U.S.  Environmental  Protection  Agency 
National  Homeland  Security  Center  (NG16) 

Cincinnati,  OH  45268 
513  569-7662  (office  phone) 

513  375-0035  (Cell  Phone) 

Quality,  the  Key  to  Information  Management! 
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